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Type ROUTINE INSPECTION 
Dale May-44-2010 


3.125 (a) 

FACILITIES, GENERAL 

fa) Structural strength The facility must he constructed of such material and of such strength as appropriate tor the 
animals involved. The indoor and outdoor housing facilities shall be structurally sound and shall be maintained in 
good repair to protect the animals Irom Injury and to contain the animals. 

""■There is one elevalod resting surface within an enclosure that oonlains 2 Itgers that has become extremely worn, 
splintered and is no longer m good repair. This structure must be maintained m good repair or replaced when 
damaged to protect ihe contained animals from injury. 

To be corrected by 5/15/10 

3.127 {€) 

FACILITIES. OUTDOOR. 

(c) Drainage A suitable method shall be provided to rapidly eliminate excess water, The method oF drainage shall 
comply wilh applicable Federal., state, and local laws and regulations plating to pollution control Of Itie protection of 
the environment. 

' "Thera are a series of interconnected enclosures housing 4 tigers at the back ol the lacilHy and one ol the 
enclosures contains a pool For the tigers. The enclosure with the pool s retaining waler because ihe drams used lo 
remove excess waier are blocked or nomtiunclional. An adjacent enclosure has also become muddy which can result 
in soiling of the animals' hair coats. The currant drainage system must be repaired or modi lied n the interconnected 
enclosures so that excess water is rapidly eliminated to minimize soiling ol the contained animals and te provide an 
environment iF*ai is appropriate for ihe animals heallh ard well being. 

To be corrected by 5/12/10 


Prepared By: 

GREGORY SGAJ.DVM U&DA, APHIS, Animal Care Date: 

Title: 5U PER VISOR Y AN IM AL CARE Inspector 4QQ7 May45-2&10 
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Inspection Report 


3-127 (d) 

FACILITIES. OUTDOOR. 

I'd} Perimeter fence On -or after May 17. 2000, all ouldaor housing facil tea (i.e , facilities not entirely indoors) must 
he enclosed by a perimeter FencE that is ar sulficienl heighl to keep animals and unauthorized persons pul. Fences, 
lass than S feet high For potentially dangerous animals, such as, but not limded co, largo formes [e.g., lions, tigo-rs. 
leopards, cougars etc.), dears, wolves, rhinoceros, and elephants, or less than 6 feet high for other animals most he 
approved in writing by Ihe Administrator. The lares must be constructed so that it protects the animals in the Fad ity 
by restricting animals and unauthorized persons from gomg through it or under il and havmg contact with the animals 
in the facifriy, and so that it can Function as a secondary containment system for ihe animate in the facility. It must be 
of sufl idem distance From Ihe outside of Ihe primary enclosure to prevent physical contact between animals inside itu 
enclosure and animate or persons oulsidc ihe perimeter fence, Such fences less than 3 feet in distance from the 
primary enclosure must be approved in writing by the Administrator. 

’“There is one section of perimeter fencing connected to the service gale at the Iront of Ihe Facility and exlending to 
Ihe electric fencing, which is made cf fi toot chain link Fencirg wilh an extension containing slrards cl barbed wire on 
the lop The barbed wire areas are being pulled down by overhanging vines which prevent this section of lence from 
being 0 feet as required lor dangerous animals contained on the premises- The fencing must be maintained and/or 
oorrslfucied of such materiat lhai will ensure dangerous animals are contained within an a toot perimeter lence end 
lo restrict ammals and unaulhonzcd persons from entering the lacilily 

To be corrected by. 7/5/10. 


Mote: This was a focused inspection oF all dangerous an mals and selected nqn-dangerous animals. An exit briefing 
was conducted wilh Ihe licensee an 5/4/10. 


Prepared By; 

GREGORY SGAJ.DVM U&DA, APHIS, Animal Care Date: 

Title: 5U PER VISQR Y AN IM AL CARE Inspector 4&07 May-O5-20i& 

1 1 non ivnd hiy. 


Cm (b)(7)(c) 


Title: 
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Inspection Report 


STEARNS ZOOLOGICAL RESCUE AMD REHAB 


3690& BLANTON RD. 


Cuslomer ID: 1&53S 
Certificate' 53-C-0SS3 
Site: 001 

STEARNS TOOlOOiCAl RF5CI.JF AUG RFH.AR 


DADE CITY, FL 33525 


Type' ROUTINE INSPECTION 
Dale' Jan-07-2010 


2,131 to (1) 

HANDLING OF ANIMALS. 

(C)(1) During public exhibition, any animal must be handled so there is minimal risk, oF harm to the animal and to the 
publ c. win sufficient dmlarne arid'dr barriers Lei ween lhe animal and Ihe general viewing public: so as to assure IFia 
safely of animate and the public. 

’“Photos show a volumes* Sitting directly next 1o a 10 monlh old Lger. No barriers ware obscrvad between the 
volunieer and the tiger. Significant harm could result due to (he Failure to maintain barriers between dangerous 
animals and the public. Smffieierit distance and/or barriers must be maintainor) between dangerous animals and the 
public lo assure the safety oF all involved Correct immediately 

This focused inspection was conducted based on a complaint received by the Eastern Regional Office Inspection 
3 rd exit interview were conducted wilh the owner. 


End of report 


Prepared By: 

CARLQTTA E GROVES. D, V. M., USDA, APHIS. Animal Care Date: 

Title: VETERINARY MEDICAL OFFICER Inspector 6010 Jan-07-2010 

Received By: 

Title: 

P3EB I ■(Jf 1 



Date: 

Jan-07-2010 
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STEARNS ZOOLOGICAL RESCUE AMD REHAB 


96909 BLANTON RD. 


Cuslomer ID: 16565 
CeniFicale' 56-C-06S3 
Sile: 001 

STEARNS 7001 OOiCAl HF'SC-l.J? AUD RFi-WR 


DADE CITY, FL 33S25 


Type' ROUTINE INSPECTION 
Dale' Jan-07-2010 


This report is amended to correct inspection report 71 Ql 130470043 to remove citation a. 131 (C) (1 Which was 
determined Id be in error and Id SfiOw Ilia facility was MCI in violation 01 AWA regulation®. 

End ral report 


Prepared By: 

CARLOTTA E GROVES. D. V. M., USDA, APHIS. Animal Care Date: 

Title: V£TERINARY MEDICAL OFFICER Inspector 6010 Apr-07-2010 

Flncnivnd By: 


(b)(6), (b)(7)(c) 


Title: 


Page i rjf 1 


Date: 
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Inspection Report 


STEARNS ZOOLOGICAL RESCUE AMD REHAB 


36909 BLANTON RD. 


Cuslomer ID: 1&53S 
Certificate' 53-C-03S3 
Site: 001 

g-TlFARNpTCOlOeiC-AI RF5CU? AMD RFH.AR 


DADE CITY, FL 33525 


Type' ROUTINE INSPECTION 
Dale: Qcl- 13-2009 


3 127 (b) 

FACILITIES, OUTDOOR. 

(b) Shelter From inclement weather. Matural or artificial shelter appropriate to the local climatic conditions For the 
species, concerned Shall be provided Tor ell animals kepi outdoors to ailorril IFrarri protection end 1o prevent discomfort 
to such animals, Irwfvidual animals shall be acclimated before they are exposed lo the extremes of the individual 

dimaFe. 


‘“The weed top oF the shelter box For the three jungle cate is in disrepair From scratching/chewing. This top needs to 
be replaced or a new shelter provided. 

“'Theta is ra shelter provided For lha three bullalo and the iwo beelalo housed in he beck seclmn cl the compound. 
Shelter must be provided lo afford the animals prolection and to prevent discomFort, 

Correct byilO-lSGS. 

3,127 (d) 

FACILITIES, OUTDOOR. 

{d) Perimeter fence On or after Way 17, .2000, all outdoor housing faci Sties (i.e., Sacilities not eniirely indoors) must 
be enclosed by a 

perimeter fence that is of sufficient height to keep animals and unauthorised persons out, Fences less lhan fl feet 
high Ipr potentially dangerous animals, such ae, but ncn limited lo, large Mines te-g., lions, tigers, leopards, cougars, 
etc.>, bears, wolves, rhinoceros, and elephanls. ck less than 6 feel high for other animals must be approved In writing 
by the Administrator. The Fence must be constructed so Ihei it protects the animals in the l&cility by restricting animals 
and unauthorized persons from going through It or under it and having contacl with the animals in the facility, and so 
Thai it can function as a secondary containment system for the animals in the taoility It must be oF sufficient dtelance 
tram lha outside ol the primary enclosure to prevent 

physical contact belween animals inside the enclosure and animals or persons outsde the perimeter fence Such 
fences less |Frgn 3 Feet in distance From ttie primary enclosure musl be approved in writing by the Administrator. 


Prepared By: 

MEGAN E ADAMS. A C I USDA, APHIS. Animal Care 

Title: ANIMAL CARE INSPECTOFI Inspector 1027 

I . ' < ■ i ■ r ' I Hy. ^ 


Date: 


Oct- 1 3-2009 


Title: 


Cm (b)(7)(c) 


Date: 

Od- 13-2009 
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““The perimeter fence 5 used as the back portion of the enclosure fence for the eleven whitetail deer, This does not 
remind unauthorized parsons from having phyacal corilud Irom outside the perimeter lanes. The perimeter fence 
can not function as a secondary containment system for tne an mais when used as a portion of the enclosure fence 
A Perimeter Fence needs to he added to this section Far protection and well being al the animals. 

“‘There is a large section of the wire perimeler fence behind the owl monkey and ferret enclosures which have 
axc&seive fc mge wind i has pushed :hu top uaibud wire and the supports down to a heighl of approximately six feot 
six inches. I n this same area 'here is a gap of app<ro*i malely six inches high and 24 inches long The fence needs to 
he repaired and brouyhl up ta the required eight leef in height. FOliege needs ta be controlled to maintain the 
slructu ral i ntegrty oF fhe perimeter fence. 

Correct by: 1M5-0S. 


End of report. 


Prepared By: 

MEGAN E ADAMS. A C I USDA, APHIS. Animal Care 

Title: ANIMAL CARE INSPECTOH Inspector 1027 

1 1 <"i ’ l Hy. 


Date: 

Oct-13-2009 


Title: 


(b)(6), (b)(7)(c) 


Date: 

Od-iS-2009 
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Inspection Report 


STEARNS ZOOLOGICAL RESCUE AMD REHAB 


36909 BLANTON RD. 


Cuslomer ID: 1&53S 
CertiFicale: 53-C-0SS3 
Site: 001 

g-TlFARNpTCOlOeiC-AI RFSC*.^ AMD RFH.AR 


DADE CITY, FL 3SS25 


Type' ROUTINE INSPECTION 
Dale' Sep-01 -£009' 


3 127 (b) 

FACILITIES, OUTDOOR. 

(b) Shelter From inclement weather. Natural or artificial shelter appropriate to the Iccal climatic conditions For the 
■species. concerned shall be provided Tor ell an mate kepi outdoors to ellord IFierri prolecEion and 1o prevent d sedrrilort 
lo such animals 


’“Thera wore lour young tigers In an ouldoor enclosure. A large black piastre drainage pipe and one large plastic 
dog kennel were provided for shelter The licensee staled that another large dog kennel had been removed from the 
urclcsure because the tigers had destroyed in Add I anal shelter needs to be added nr a larger steelier must be 
provided to alford all the ligers access to shelter at the same t me. The shelters) must be large enough For all the 
ligers la make normal pbslural movements. 

Correct by: 99-02-Q9. 

This inspection was a Focused inspection oF the liger cub(s) only. 

End of report. 


Prepared By: 

MEGAN E ADAMS.. A C I USDA, APHIS. Animal Care Date: 

Title: ANIMAL CARE INSPECTOR Inspector 1G£7 Sep-fll-2909 

Received By: 

Title: 

Pseb s rjf 1 



Dete: 

Sep-01 -£009 
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STEARNS ZOOLOGICAL RESCUE AMD REHAB 


Customer ID: 1&5S5 
Certificate' 53-C-0SS3 
Site: 001 

g-TlFARNpTCOlOeiC-AI RESCUE AMD RFH.AR 


3600& BLANTON HD. 
DADE CITY, FL 63S2S 


Type' ROUTINE INSPECTION 
Date' ■5ep-22-£0G& 


3,127 W> 

FACILITIES, OUTDOOR. 

{d) Perimeter fence On or after Way 17 s 2000, all outdoor housing faciWes (i.e., facilities not eniirely indoors) must 
be enclosed by a perimeter Fence that is af su'liutnl height te keep animals and unauthorized persons oul. Fences 
less than 8 feet high for potentially dangerous animals, such as, but not limited to, large felines (e.g . lions, tigers 
leopards, cgugare, U(c), bears, wolves, rhinoceros, and elephant^ Of lew than 6 feet high for other animate muet be 
approved In writing by the Administrator The tones must be constructed so that it protects the an malls In the facility 
by restricting animals and unauthorized persons from going through it or under if and having contact with (he animate 
ni tfto facility, and so Lhal it can function as a secondary containment system for ihe an mate in the facility. It must be 
of sufficient distance from the oulside oF toe primary enclosure lo prevent physical contact between animals nside the 
enclosure and animate or parsons oulside iha perimeter rence. SucTi fences less lhan 3 teat in distance from the 
pnmary enclosure must be approved in writing by the Administrator. 

"’The perimeter lence lhal surrounds the facility rs not 6 tool hgh m multiple areas. The areas of cencern are 
located on ihe left side and rear area of toe property near the new lion and tiger enclosures- The fencing in toat area 
has been covered with din and gravel due to drainage and run off on toe property. Portions of Ihe fence tacated in 
thal area measure 6 6 feet high. The perimeier Fence must be 6 Feet high and must be constructed so lhal it prefects 
the animals in the tedilrty by restricting animals and unauthorized persons Irani uni rig it* rough il or under it and having 
contact with the animals in the facility and so lhal it can function as a secondary containment system for the animals 
In She facility, Correct by: November 22, 2QO0 

Reviewed: Program of Veterinary Care; Acquisition.'Disposilion Hecords 
END OF REPORT 


Prepared By: 

CAROL G PORTER, A C I USDA, APHIS. Animal Care Date: 

Title: ANIMAL CARE INSPECTOR Inspector 1069 Sep-22-2006 

FI contend By: 


cm (b)(7)(c) 


Title: 


Pasc i iif i 


Date: 
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STEARNS ZGOLOG 1C AL RESCU E AMD Customer I D: 1 &5S5 

Certificate: 53-C-C363 

369G& BLANTON RD. Site; 001 

STEARNS ZOOLOGICAL RESCUE AMD 

Type' ATTEMPTED INSPECTION 

DADE CITY, FL 9352S Dale: May-20-£OQ& 

2,126 (a) (1) 

ACCESS AND INSPECTION OF RECORDS AND PROPERTY. 

fa} Each dealer, exh ibitor, intermediate handler., or carrier, shall, during business hours allow APHIS officials; (1;To 
srilar its place of businaas. 

'■■'On Tuesday, May 20. 2QD3 ; the lioar-sae did npt have a responsible person available Id conduct an animal welfare 
inspection.. This is the first attempted inspection. A responsible person onus! bo available to accompany the 
inspector on an animal welfare inspection. Please contact me via vocemail at 7GG-S12-6GB3 If your hours of 
operation have changed. Correct. Immediately 

LAST INSPECTION: December 18. 2007 

ANIMAL INVENTORY: No animals inspected at this time. 

END OF REPORT 


Prepared By: 

CAROL G PORTER, A C I USDA, APHIS. Animal Care Date: 

Title; ANIMAL CARE INSPECTOR Inspector 1069 May-20-2003 

Received By: 


(b)(6), (b)(7)(c) 


Title; 


Page i of i 


Date: 

Mgy-2O-20Q& 
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Inspection Report 


STEARNS ZOOLOGICAL RESCUE AMD REHAB 


Cuslomer ID: 1&5S5 
CertiFicale' 53-C-0SS3 
Site: 001 

JTFARNS 7001 OdCAl RESCUE AMD RFH.AR 


3630& BLANTON HD. 
DADE CITY, PL 0SS25 


Type- ROUTINE INSPECTION 
Dale' Dec- 18-2007 


No noncompfant items identified during inspection 
Reviewed: Acquisition/Dispost-on records 
END OF REPORT 


Prepared By: 

CAROL G PORTER, A C I USDA, APHIS. Animal Care Dete: 

Title: ANIMAL CARE INSPECTOR Inspector 1069 Dec- 18-2007 

Received By: 


(b)(6), (b)(7)(c) 


Title: 


Page 1 0 i 1 


Dete: 

Dec- 18-2007 




